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NEW 502 
RADIO TESTER 

• New Floating Filament 
Return. 

• Tapped Line Voltage Se¬ 
lector. 

• “Good-Bad" Tube Test 
Scale. 

• Five Ohmmeter Ranges. 

| * Makes Condenser Leakage 

Tests. 

• Four Voltage Ranges AC 
or DC. 

A "Supreme" achievement in modern tube 1e*irr design. Permit* fast. 
Occur mo trying of even' existing sla>s or tmtal type tube. .N'cm l-'liui- 
ing Flluincm Return” nclrctor switch make* t>«*.*lh)e test* of all lulu*, 
present or future, regard less nf dlamenl connection locutions, Only .six 
sockets lire required to bundle nil tube type*. .Dlri'i'i*reading "Good- Hud" 
scale for lube tests is also used for electrolytic run denser lcakavt* testa. 
Neon IiiiIIi provides chirk on electrostatic ci>mlcti*«*r leakage. New square 
meter with 1 M.A. movement ilium ohms per vein has nine scale ranges 
for external circuit tests. .Meter ranees arc: 0-7-1 19-350-1100 volts A.i\ 
or P t*.; 0-‘j"i)-i*r»0fl--ju.imn ol>m* and 0-2-2*' megohms. 0-2'"’ olun -calc 
has mid-*rale reading of 3.5 ohm*. All nteter *c«hs are cvenl> »|«ac«tl. 

This new tube tester ha.- U rn disigntd to speed up >0Ur work, eltlicr 
In the chop «»r on sender rail*. Tests an’ mode while tube is hot, thus 
assuring accuracy; neon bulb indicates opens, leakage, or slums between 
any two element*. A new Supreme tube testing circuit simplifies opera¬ 
tion: m| ill res a minimum of controls for each te*t. Panel selector switch 
correct* lino voltage variation*. external clnult tc.-j* using miiltlincicr 
ranges are made extremelx simple hy means of tip Jacks for test leads. 
Model ftii'J tester is housed in a golden oak carrying ease with removable 
cover. Antique bronze panel has neatly embossed markings, with com¬ 
plete tube charts and instruct tons. . ^ _ 

For lift volts 50-60 cycle*. WL. 16 lbs. C jM QQC 

B I 02 63. 

S.I.C. TIME PAYMENTS: $5.50 down. $4.95 monthly for 10 month*. 


MODEL SOI TUBE TESTER 

This new ln*truntrn1 uses the same advanced tube checking system 
Used in the Mode) 51*2 dcsrrilMxl above, but contains no set testing range*. 
Kntplny* the mw floating niamvut return system: tots every tube now in 
use witli full provision for furure types. ^ g_ 

B I 0267. NET CASH PRICE . 

S.I.C. TIME PAYMENTS: $4.00 down. $3.66 monthly for 10 months. 


a 

m 

.i 

ioj 

m 

S' 

scpptnt 

nwuii 

lv..^.0| 



529 FREQUENCY 
MODULATOR 


A newly developed unit for use In vis¬ 
ual alignment work. May be used with 
any >ignal generator having frequency 
modulator Input terminals, especially the 
Supreme Model 570 (listed on page 24. 
U1H256). Will frequency modulate the 
earlier of the ILF, Signal Gene tutor al¬ 
lowing (he output to he u>ed wlfll an 
0Mi)l0e-m|io for visual alignment of set 
under test Completely electrical in op¬ 
eration. the Model 52f* has a rank circuit 
which I* fixed -tutted to (but K<\ using an iron core inductor. Fre¬ 
quency misliil.iiloti i* accomplished by elretneal variation of the in- 
ductanec ef tins tank circuit, with band width controllable a* desired 
hy the operator. Only two panel controls, one for adjustment of hand 
width, uiid one lor phase control, each one rallhraicd for ease of op¬ 
eration. In conjunction wMi an oscilloscope and signal generator the 
Model 520 provides an accurate. tosily-operated mean* of r-iodueing per¬ 
fect. aligning jolt*. In attractive wood cuso with . — — 

liundy on Trying handle; overall size only 6x7x6". Cl 

For 11 r. volts flfi-60 eyries. Sling. wl.. 12 lbs, ^ * 

B I 0264. NET CASH PRICE. 

S.I.C. TIME PAYMENTS: $4.00 down and $4.00 monthly for 5 months. 



505 STANDARD 
TUBE TESTER 



Hero 1* u high quality tube tester 
which combines low cost with maxi¬ 
mum flexibility and accuracy. Com¬ 
pletely tests all metal or glass 
tubes In 6 sockets without adopters. 
All lubes tested under RMA rated 
loads. New Supreme (jnudilmeter 
with Iti-indtewting needle* U Indi¬ 
rectly illuminated through dual- 
vlevr windows. Top meter scale has 
three aeeiora. "Good” "?*’ "Had" 
for quallry test in Indicate emis¬ 
sion loss; bottom scale divided into 
100 division* for close eonipurisun 
cherkjt between tubes nf similar types. Mullr-In power supply has com¬ 
plete adjustment for varying line voltages. 

Accurately Indicates exact condition of any lube hy testing under actual 
operating conditions, with load condition* conforming to RMA ratines- 
Full nr«n test for inter clement linkage quickli separate* sand tubes 
front had. Tests all seel ions of multi-purport* tube* and both plates of 
full-wave rectifiers Unused In a (tract lie hardwood case with carrying 
handle and detachable lid. Ideal for either coupler - _ ^ 

or iKwtoblo use. Sin* lflxl4*,ixti%" overall. For S Jm 
08-125 Volt, CO cycle A.C. 

S.I.C. TIME PAYMENTS: $5.25 down and $1.75 monthly for 10 months. 
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535 t' CATHODE-RAY 
OSCILLOSCOPE 


• New Two-inch Cathode- 

Ray Tube. 

• New Snap-lock Synchro¬ 

nizer. 

• Calibrated Amplifier Con¬ 

trols. 

• Adjustable Screen Hood. 

• Exclusive Uni-control. 

• Flexible Control Func¬ 

tions. 

A new. compact oscilloscope with the exclusive new two-inch screen 
cathodc-ray tubel Meets every requirement of visual alignment work 
Which is so important Jn the **0tricing of modem radio art*. Has many 
Important, features. Uses a new 2" screen cathode-rny tube which hm* 
four times Ihn u*nble image surface of tho 1" tuba. Return sweep elimi¬ 
nator suppresses high frequency linear sweep return, lias selective return 
sweep eliminator tor inclusion or rejection of power supply frequency 
return sweep; *nap-lock synchronizer for positive interlock of linear os¬ 
cillator with Input signal. New t'ni-Control permits separate control of 
two circuits with only one shaft. Simplifying operation. 

INCLUDES BUILT-IN AMPLIFIERS 

Id nr nr oscillator with vernier control has seven ranges covering 15 to 
:-:n,tilth C.F.S, Iluilt-in Imilzuniiil and vrilieal rimplilleiH have range of 
1C« to fin.nnn r r.s, Wilh graduated gain controls. Willi separate oopirnjs 
Tor intensity' and focus of image The hotizMiiut amplilh'i ha* a sensi¬ 
tivity nr 0.8 trnk voir* and vertical amplifier sensitivity l.* 11.7 peak v«'|ts 
per Inch deflect Ion. Hus built -In provision* for either external or Internal 
synclnonl/.lng. Model .Vi.1 l* a complete, flexible unit with a minimum 
ot com ml* for simplicity and ease of operation. Circuit* arc completely 
protected by hlgh-«pced fn*e>; ha* on-off switch equipped with Indicating 
Pilot light. Sturdy oak-fltiisltcd carrying ca*e 1* only 12x7* s xf**A** over¬ 
all. with attractive antique bronze panel, ('on: pi etc 
with ttilres and opera ting instructions. For llt> ^ JM QC 
volts. 50-60 cvcles. Shpg. Wl.. 20 11m. /■ Wfc T J 

B I 0265. NET CASH PRICt. Hw . 

S.I.C. TIME PAYMENTS: $5.50 down, $4.95 monthly for 10 months. 


5VO %" CATHODE-RAY OSCILLOSCOPE 

A rn w Inexpensive 2” oscilloscope, similar to the Model 535 dc.*crlbc<l 
alyjve. bur docs nos have built l»i horizontal anipllfler and linear Hum 
base csi-illijtor. l'ariicularly suitable for use in all Amateur station* for 
checking modulation, audio distortion, etc. Uses three tubes: 2" cathode- 
ray tube, <*47 vertical ampliiu-r, and 5T1 tvctlfler. Size 
F°f 1 lit loltK, fttl-mi cycles A.(‘. WL, 13 lbs. With tubea and instruc- 

B I 0266. NET CASH PRICE. $29.35 

S.I.C. TIME PAYMENTS: $-1.00 down. $4.13 monthly for 7 months. 


MODEL 551 
ANALYZER I 

Tim nrw Model 551 Anuly/cv permits 
fa.st and nccumlu checking nf all radio 
cirruhs tbmugli the use of Supicme'a 
pxclmrlvn "Frco Itrfermro rolm System 
of Analysis." All resistance, \oltuge. 
and eqrretu lueasulenient* may lie taken 
between any two tube elements nr be- 
twevn an} tnlie element and ground or 
cha»i» without removing the receiver 
front it* mhinet. All multimeter ranges 
are rcurl dim’tly on the new type square 
fltuh-pnnrl meter, built to high stand¬ 
ards of precision by WestlnalHuiM*. Meter 
ranges are; f>-7-140-350-1 HMI volt* n.C. (at 1000 ohm* per rolt); n-7-.35fl- 
H00 volfH A.<\; 0-7-35-140 mllllarnperoa D.C.: 0-7-l-!0-3ofl-U00 volts 
audio ontimt; and 0-20«-2.(ifl0-2u,qot> ohms, f»-2-2(i me«uhmn. all self-con¬ 
tained. with .1 ohm a* dr*t indication and 3.5 ohm* as canter *calo un the 
low range. Fur u*e on 110 volt*. 60 cycles only. I loused in an oak carry¬ 
ing ease, t'ompi-tc with all leads, cables, adapters and 
full operating data. * 5 AKm 

B I 0268. NET CASH PRICE. JO-=■ 

S.I.C. TIME PAYMENTS: $4.25 down, and $3.86 monthly for 10 months. 


MODEL 541 - — 

MULTIMETER 


c68^ilSi) 






The new Supreme Mndel 541 Set 
Tester I* one ot the mo*t efltelont multi¬ 
meter* ever uttered The wrvleem.ui. It 
lias been carefully dt-*icn<-d to provide 
fast, accurate leading*: Its 2u tange* 
anti functions are at your linger tips on 
a single soled or switch. Four D.C. 
voltage runges arc provided: <1 7-1441- 
3511-14011 roll* at 100(1 ohms per volt; 
four A.t:. voltage range* of 0-7-HO-350- 
three D.C. milliamitere ranges of 
0-7-35 l b* with 0.2 niHliiinirvcrp* as first marking: 4 output ranges of 
0-7-110-rifto-Mop A.C. rolta requiring no external capacitor; ;t obmtneter 
ranr»- of n 2**1 2.000-2'>.O00 otim*; and 2 high resistance ranees of 0-2-20 
megohm*. All rcststanre nicaMirrment* are made with a self-eotitatnid 
jhiwlt supply. AU ranges are easily read on evenly spaced scales. Coni- 
pac‘ and light In weight, the entire unit In oak finished carrying ease 
measure* only 7\4xl0^x4Vs*. 'Vi . 9 lb*. For tiw on 11(1 volt. 00 cycle 
A.C. onfy. Complete with test leads and full opernt- aa # 

Ing Inatntctlong. 

B I 0269. NET CASH PRICE. - 

S.I.C. TIME PAYMENTS: $4.00 down, and $3.07 monthly for 7 mouths. 


23 





















































r£2> 


£m>'i 

© j 

[•E3J 


\ 





I® 


w a '5. 

■'.iv.mm 


SUPREME 585 
I DE LUXE 
DIAGNOMETER 

• A Complete Portable Lab¬ 
oratory. 

• Double-view Illuminated 
Meters. 

• Full Analysis of Every Cir¬ 
cuit. 

• Tube Tests on “Good- 
Bad” Scale. 

• Forty-two Multimeter 
Ranges. 

• 5 Decibel Ranges -10 to 

-l 46 DB. 

A truly advanced professional service test instrument. Makes quick 
nnd accurate checks of all circuits and components; also test* every type 
of metal or Bias* Lithe. All measurements of resistance, voltage. current. 
capacity, |*>wcr level, etc., ns well bn tulie and condenser tc*u, are road 
(Itreedy from two sensitive D'Arsonvn) meters with multiple scales. 
These new Qunclrimolcis, exclusive with Supreme Instruments, have bi- 
Imlleatlng needles and lllunun.t'ed double-view windows for fast accurate 
reading* All tube lwt* and elect roly ttr condenser leakage tc.-ts arc made 
with direct -reading "Good- 1 •bad" scales. 

FORTY-TWO FUNCTIONS AND RANGES 

Meters are acctiratelv calibrated to read: 0-7-35-140-350-700-1 Ion A C. 
or DC. volts, or D.C, M.A.; 0-14 DC, ampere*; D- 200 - 2600 - 20 ,nmi- 
260.000 Ohms, and 0-2-20 mean.; 0-.07-.35- M-3.5-7-14 nifd-; —ID to -HI. 
0 to -f- Id. -4- 10 to + 28, + 20 to + 30. + :« io + 40 D.B. A C. and ca¬ 
pacity ranees are loud ftoin evenly spaced sonic* for amuacy. The 
Model 88$ Incorporates Supreme's exclusive Free Inference Point Analysis 
system that checks every circuit. New balance latio tube-tesiinc circuit 
aci-urately indicates tutu* depreciation: ic*‘* for opens, leakage, and 
Irtcr-clcnent shorts. Housed in an oak-llnl-hed carrying case with re¬ 
movable cover; sire 22•.xlSxT” overall. With all necessaiy rhai ts, in¬ 
struction* and accessories. For 110 volts. ^ 

fid/HO cycles. )||WUU 

B I 0250. NET CASH PRICE. - 

S. I. C. TIME PAYMENTS: $10.00 down. $8.00 monthly for 12 months. 


570 SIGNAL 
GENERATOR 


An All-Wave Signal Generator cov¬ 
ering from :>o K.C. to flu M.c. Fun¬ 
damental* cover 90 K.C. to 2d M.r.; 
harmonics cover 20 M.C. to tin M.r. 
Has directly calibrated ulrplmie dial. 
Unusual stability is afforded by use 
of electron-eoupled oscillator nnd com¬ 
plete circuit shielding; tint nfTccted 
by var>lng load or line voltage. Pro¬ 
vides modulated or un-modulated sic- 
mi: tip*lark.- furnish -ton <’ P. 8 . 
audio signal fot te>t purpo«e.. 113 s 
provisions for use with an external frequency modulator If desired for 
vlaitlnl alignment with an oscilloscope. 3 <i'> mndulaticn of currier at 
400 C.P. 8 . Is obtained from built-in modulator. ILF. output may be 
smoothly controlled l»y means of ladder-type attenuator. Complete, with 
tubes. Instructions and accessories. Overall slzn 
or carrying chsu is 10 V&xK%x3". For 110 volts 
00-GO cycles. ^ 

B I 0266. NET CASH PRICE. 

S. I. C. TIME PAYMENTS: $4.00 down. $3.90 monthly for 8 months, 

MODEL 580 SIGNAL GENERATOR 

lias all the features of the .Model 570 with additional functions neces¬ 
sary for precision teat work. K.F. output may be electronically fre¬ 
quency-modulated at :i eoiutunt band-width of 21 K.C. Iluilt-iu beat- 
treuueney oscillator Is accurately calibrated from 50 to 10,nun r.p.S. 

R. K. currier may he used unmodulated, frcuuenry-tnodulated. or ampli¬ 

tude-modulated "Oft at 40f» c.I’.S. by a built-in audio oscillator which 
also provides 400 cycle signal for exicmal tests. In Q 

portable oak case. Fur 110 volts, 60 eyrie*. A.C. AO 7 

B I 0252. NET CASH PRICE. ^ - 

S. I. C. TIME PAYMENTS: S6.00 down. $5.44 monthly for 10 months. 


510 FOUNDATION KIT 

A modem voIt-ohm-milHaramctcr In complete 
kit form. Easily assembled and Indispensable 
to the Serviceman, KxtH-rimenter or Amuteur. 
The new Supreme ()uadnmcter Included vtuploy* 
a hi-iiidic-jting or doul>le-|»oimct. Ka*y-ro-rrad 
reair* ai«- eieatly marked; A.C. voltages 
arc rrad on evenly-Miami scales for greatest 
convenience. Sword• point neotilrs permit accu¬ 
rate reading tVrti hi poor light: scale* ma> lie 
llluraliiHM-d by dtnl lUht* If desired. Tbi* tu-w 
nnd exclusively designed meter measures 0 Vix 
7VIHas removable dust-proof cover made of 
attractive bakcltle. 

TWENTY-SEVEN RANGES 

The complete kit contains all parts nerevmry for tlio following ranees: 
7-::3-110-350-700-1400 AC. or D.C. volt*. and DC mnilamperet; 
0-2.000-30 -2 ,000 ohms. A.C. ranees maj he ured for outimt inrai 

iirmvents. Kit consist* of: 1—NEW SUlMtl.MK Ql'ADIilMkTmt. 1 
meter adjustment resistor, 9—metallized re*lui»rs for voltage and te-i-f- 
Anco ranges. 6 —metallized re*l«on* with •; matehcU capac itors added 
for A.C. voltage reading*. I —zero r,*-et poten- ^ r* 

tlometcr, 1— A.t.' rectifier, nil newvftary switches. w m 

and complete liptfurriuiis fur assembly. M " — - 

B I 0257. NET CASH PRICE. • 




SUPREME 550 
DE LUXE 
RADIO TESTER 

• Free Reference Point An¬ 

alyzer. 

• Tests All Metal and Glass 

Tubes. 

• Twonty-ninc Multimeter 

Ranges. 

• Completely Tests All Cir¬ 

cuits. 

• Indirectly Illuminated 

Meter. 

• Tests All Condensers. 

This new Supreme test Instrument. Is a combination set analyser and 
]K>lnt-tO-|M)lnt tester. Provide* complete cl 1 cult analysis of resistance, 
voltage a ml current as well as tube tcs4» directly from tube sockets in set. 
All meter ranges are applied through the nimlyzer cohle making It un¬ 
necessary to remove flic chassis 1'tom the cabinet. Meter ranges arc: 
0-7• 35-1 •18-359-700-1400 V. A.C. ami D.C at 1000 ohm* per volt: 
0-7• 35-!4D-.‘250-700-140U III.A. D.C.; 0-11 Amperes (external only: 
0-2.000-20.000-200.00(1 ohms nnd O-2-20 megohms; —10 to -+*», 0 to —16, 
+ 10 to +29. —2u to + 36 and t-.'iu to +46 I>.1J. leakage of electrolytic 
condensers reads directly on meter dial; make* drctro^tatk* leaks so test; 
all electrolytic eondeafr-r* ran be tested at ra»c<l working voltag* 1 . Su- 
premr's famous Free llcfercnec Point method of analysis enables complete 
cheeking of all circuit components, isizo ls^xi 1*4x7Vfr " ovc utll. t'oin- 
pletc with test prods, cable nnd plugs, udapiers, rev 
charts, nnd complete instructions. For 110 Yolls, ^ 03 

50/40 cjrln A.C. ^-— 

B I 0254. NET CASH PRICE.. 

S. I. C. TIME PAY MENTS: Sfi.00 down. $5.55 mo nthly for ten months. 

MODEL 540 STANDARD ANALYZER 

Similar in appearaiwe ancl jierformanre to the Model W0. but doe* 
not include Its tube renting circuits or tower level scales, lias 21 range* 
and functions. A truly IX-Luxe Radio Tester. 

B I 0256. NET CASH PRICE. 

8.I.C. TIME PAYMENTS: $4.00 down. $3.66 monthly for 10 months. 


SUPREME 555 
DIAGNOMOSCOPE 


A combination of the 513 CaMurray Oicilloscojio ^ MS ?| 

and 5S0 i*lBnal Generator I’rmldeH ftmdamrn- / 'lylre^. Mj'j 

tul frequi’iK’io from !") K.C. tn 2i> M.C. with r.lrel... Ms " 

harmonic* tr. go M.C. It.F. output may h«- /, 1: _ m sJ 

tivd unmodulated, or 30% modulated at. 100 n.w.l wlv , ma 

cycles, lias built-in provisions lor either hr- l<y J4 -V mf 

queney or ampiltudc-niodulntlon ol carrier for / I V .V mf 

vi-uvl alignment work with flm orellloscoiH*. / -- Mr 

Ma\ l»e used for arcuiaic nieasuieuienr* ol fPFjBr W 
wave-form, voltage gain, distortion, etc. “Saw- . . f 

tooth'* o-<-iUau>i has renge of 7 to 20.t*0o C.P.S. ; 

horizontal and vertical arnidttbrs have range of 20 to 00.000 C.F.b. liar- 
individual controls lor SI sod Generator and OsrlUoiicope so that either 
may ho used separately if dr.dred. The Model 555 Diagnoruoscopo la «n 
ideal Instrument for rhe ••iip-to-iho-mlnutf ,# service shop. Its complete 
flexibility of oticrittion and numerous tunctioti* permit “peak'* alignment 
so iltnl tn the operation of modern receivera, tin well nt> accurate analysis 
uf fiudm systems or other drnilis. Completely housed in metal cabinet; 
16x24x21" overall. Coioplctc with all tulies. gfi* ^ 

and njH-rnting chails ami Injunctions For S M * * 

H«> volts. 50-60 cycle*. H M iJL 

B 10253. NET CASH PRICE. ■ ■ 

S. 1. C. TIME PAYMENTS: $15.00 down. $12.05 monthly for 12 months. 

54$ CATHORAY OSCILLOSCOPE 

A visual servicing Iradriinu-iit of unusual value. An absolute noee>slty 
In 1 I 10 modi'rn service shop. The 545 Cathoray Oscilloscope Is similar In 
design, appcaianre. and operation to the 555 Dingnomosco]*: deacrlhoa 
above hilt iloes not have the built-In Bignnl generator. Huppllerl with 
complete MCI I>f K.C.A. tube* und all necessary oia.Tatin$ instructions. 

||nii*rd in >lutdv *teel case. For oi*eiation on ll'> AO 

rotu. 5o-(M» cvelr*. I v ' 

B I 025 1. NET CASH PRICE. W *- 

S. I. C. TIME PAYMENTS: $10.00 down. $7.68 monthly for 12 month*. 


500 AUTOMATIC 
TUBE TESTER 



Designed to meet every require¬ 
ment «'i present day tube te><lns. 

Tests all tyrie* Of metal or elas? 
tulic*: also tf*is all tyjies ot con¬ 
densers arid provides .1 mult I-pur- 
I os.- meter for additional rlrmit 
analysis. Meter ranges available 
are: U-7-14P-700-14 imi volts A.C. 
and D.r.: 0-7-H0-7tMM HK) MA. 

DC : 0*2.1100-20.000-200.00^1 und 

0-2-20 megohm*: —6 to -6. 0 to 
+ 16 and * 10 to +26 DU. Tubes 
are tested for quality under rated operating conditions; English-rcadlng 
tueiet oealc lead* “Good." “7'’ or “Bad-" Six sockets test all tube* t*y 
mean* of < xeiuslve filament return selector awitrh. Neon lest for ln- 
trtn.tl leakage; a 1*0 check* leakage ot electrolytic condensers. Muir I- 
ni.'ter rurup** rimy be u*ed for Free lleferenee I’ohil Analysis by means 
01 r»-*i lea da siipplieiL Housed in attractive golden oak Carrying care 
with alfti-hinml cover. Hire io%x19i$V overalL FoiViiM ww all 
neecH*ar> accessories, instructions and tube charts. #. ■■ 4L A 

Km ns -125 von. evcie a.c 

B I 02 GO. NET CASH PRICE. ^ - 

S. I. C. TIME PAYMENTS: S7.50 down. $6.CI monthly for 10 months. 
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